Brief comment text:

With the grown Number of Meshtastic users like myself. Also a Amuter radio operator. I think the 902 to 928 MHz space should be left alone. I think it would cause harmful interference to the already 1000s of Meshtastic users. I use the meshtastic devices as a emergency back up coms when the cell towers go down. And also use it for adventuring off grid as well as hobie use. The 902 to 928MHz space is a multiple use frequency for me. Also use ATAC on meshtastic too. I have 4 nodes with plans to to get more for network and friends and family use.
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